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Message Text 

UNCLASSIFIED 

PAGE 01 BERN 03407 171024Z 
ACTION DOE- 15 

INFO OCT-01 EUR- 1 2 ISO-OO SOE-02 OES-09 EB-08 COME-OO 
/047 W 

056402 172005Z/62 

R 171005Z JUL78 
FM AMEMBASSY BERN 
TO SECSTATE WASHDC 6584 

UNCLAS BERN 3407 

EO 11652: N/A 

TAGS: TECH, ENRG, EC, USNATO, OTRA, SZ 

SUB J : VISIT BY INTERNATIONAL SOLAR WORK GROUP: HERBERT 
YIM AND ROBERT T.RCHF.V ALTER. 

REF: (A) STATE 133971; (B) BERN 2725, (C) 3144 (D)3271 

1 . REFTEL A INDICATED TEAM MEMBERS WOULD VISIT SWITZERLAND 
BUT DATES LISTED TENTATIVE. 

2. DATES FINALLY CONFIRMED BY TELEPHONE JULY 3. ON BASIS 
TELCON EMBASSY SET UP APPOINTMENTS IN GENEVA AND BERN FOR 
JULY 10 AND IN ZURICH JULY 1 1 INCLUDING INVITATION TO LUNCH 
NUCLEAR REACTOR INSTITUTE AT WUERENLINGEN. HOWEVER, EMBASSY 
INFORMED BY TELEPHONE JULY 6 THAT TEAM WOULD MAKE OWN ARRANGE- 
MENTS IN GENEVA JULY 10. APPOINTMENTS REQUESTED BERN ONLY 

ON MORNING JULY 1 1. ACCORDINGLY, APPOINTMENTS IN GENEVA AND 
ZURICH WERE CANCELLED AND BERN PROGRAM REARRANGED. 

3. IN BERN, LECHE V ALIER CALLED ON FEDERAL ENERGY OFFICE 
SOLAR EXPERT LEO DUBAL AND ON SWISS FIRM POLISOLAR AG. YIM 
DISCUSSED PLANS FOR NEW EMBASSY BUILDING WITH ADMINISTRATIVE 
OFFICER. VISITED PROPOSED SITE, AND ALSO HELD DISCUSSIONS 

WITH POLISOLAR MANAGEMENT. YIM AND LECHEV ALIER LUNCHED WITH 
DUBAL AND ENERGY OFFICE DEPUTY DIRECTOR PROF. CLAUDE ZANGGER. 
DEPARTED BERN EARLY AFTERNOON JULY 1 1 . CROWLEY 

UNCLASSIFIED 
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